To:  Christner,  Jan[Jan. Christner@WestonSolutions.com] 

Cc:  Way,  Steven[way. steven@epa.gov] 

From:  Auer,  Steven 

Sent:  Thur  10/2/2014  2:52:38  PM 

Subject:  RE:  E-mail  address 

3 inch  parshall.pdf 


HI  Jan/Steve, 

Here  is  the  3”  parshall  flume  table  for  reference.  On  9/23/14  the  crew  cleaned  the  flume  at  CC06 
(Gold  King)  and  the  water  level  was  0.18  feet. 


Steve 


From:  Christner,  Jan  [mailto:Jan.Chxistner@WestonSolutions.com] 
Sent:  Monday,  September  29,  2014  8:20  AM 
To:  Auer,  Steven 
Subject:  E-mail  address 


Steve, 


For  Gold  King  flume  table. 


Thanks. 


Jan 

CONFIDENTIALITY:  This  email  and  attachments  may  contain  information  which  is 
confidential  and  proprietary.  Disclosure  or  use  of  any  such  confidential  or  proprietary 
information  without  the  written  permission  of  Weston  Solutions,  Inc.  is  strictly  prohibited. 
If  you  received  this  email  in  error,  please  notify  the  sender  by  return  e-mail  and  delete 
this  email  from  your  system.  Thank  you. 


1779057 


ED  000552  00030006-00001 


